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lL. The larvest Covieb “Litary depot in the area of Loukhi (nf, Pe cays 
Kestenga (65-5N], 31-598) is located about five «Llometers nopehwest of 
_ the Loukhi railroad station, to the north of the Loukhi~Kestpnga pail- 


25X1X 


read. This storage depot was used during the war. ees 

2. The depot is composed of nine wooden DUSTe ES of which three™@ontain 
heating facilities. Tight hundre’ seters to the north a ~wnitions dump 
4s located. This dump consists of three underground shelters and tuo 
wooden buildings. The entire storage dump is surrounded by a bared 
wire fence two meters high. 


3. The depot at Loukhi contains equipment ¢ ‘or $,000 men, and previsions, 
much of which is flour, for 11,096 er. A military bakery is Located 
at Kestenra. - 


L. The tro wpe stationed in the region of Loukhi-¢ stenga receive their 
equipment Crem the Loukhi depot, while their rrovisions cone from a 
depot lceated at Chupa (Cé~13N, 33-031) to the nortan of Loukhi on the 

turnansk ‘ railroad. 


5. The berder guard units station in this rezion are 2 provisioned by a 
- ecnOe located at ken (64-57%, 34-36) on the “furmansk railroad. 
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